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FACILITIES, GENERAL 

The trucf< used to Hansport 4 lions and 5 lig&rs fundions as part ol the housing lacilily for if»e animals at slationary 
locations. The incsrior ol the root, door^ and in |he hank cargo area are iinod with wood that i$ damagad, 
splintered End missing pfdces. Hoirsing Facilities sttojld be siructurally sound and kept in good repaid lo ordure 
animal containment, prelect the animals From injury and to meet husbandry and housekeeping requirements as 
diracied by lha Animal Wallaro Act. The rveod slwuld be repaired or roplacad. 

Correol by; This non-compliance was oorreofed prior to delrvet 7 oF the inspection report- 

Exil intenriew conducted wilh the licensee arxf Ihe authorized person. 

The inspection was conducted in Rosenberg, TX. 
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